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MEMORANDUM FOR: Executive Director- Comptroller 


Col. White: 


The last time the Director sent out a Christmas 
message to all employees was In 1967. I am not certain why the 
practice has bean discontinued, however in view of your recently 
expressed opinion that we should increase our "communication" to 
all employees, perhaps you may wish to ask the Director if he 
would like to send one out this year. 

Time is short and if it is to reach the field 
we should have it ready for reproduction by 14 December, FVI, 

I am attaching copies of previous Christmas greetings dating 
back to 1964. 


Robert S. Wattles 
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